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SUBJECT: LICENSES FOR NUCLEAR MATERIALS 

REF: STATE 86464 

1. EMBASSY INFORMED HERZIG (ASSISTANT SECRETARY, 

ENERGY) ALONG LINES INSTRUCTED REFTEL REGARDING "SUS- 
PENSION "OF NUCLEAR EXPORTS. HERZIG SAID IF ONLY FEW 
WEEKS DELAY INVOLVED WHILE US SORTED OUT ITS PROCEDURAL 
PROBLEMS, UK WOULD HAVE NO PROBLEM WHATSOEVER WITH NRC 
LICENSING REVIEW. MAIN QUESTIONS ARE WHEN US WILL 
MANAGE TO RESUME NORMAL DELIVERIES AND WHAT NEW RULES 
WILL BE, PARTICULARLY AS REGARDS HIGHLY ENRICHED URANIUM 
AND PLUTONIUM. 

2. HERZIG VOLUNTEERED THAT WHILE GERMANS MAY HAVE SOME 
REAL CONCERN, COMMISSION OFFICIALS IN BRUSSELS MAY BE 
"OVERDOING IT A BIT" IN ORDER TO UNDERLINE IMPORTANCE OF 
EURATOM ROLE. 
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